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Measurement of Photographic Plates at the Students' 
Observatory. 
Something less than a year ago an instrument for the 
accurate measurement of photographic plates was received 
from the makers, Repsold Sons, of Hamburg, Germany. It 
is of a type which is generally conceded to give the highest 
accuracy possible in work of this character at something of 
a sacrifice in the way of speed of manipulation. Much time 
has been spent investigating the various adjustments of the 
instrument, the straightness of the bars, scale errors, errors of 
micrometer-screws, etc., which investigations are a necessary 
preliminary to the attainment of results of a degree of accu- 
racy which the instrument is capable of giving. In the mean 
time, over seventy-five plates have been made with two 
portrait-lenses temporarily attached to the new mounting de- 
scribed by Dr. Gillihan in Publications of the Astronomical 
Society of the Pacific (Vol. XVI, p. 89). Most of these were 
made with a view to determining the position of some of the 
Watson asteroids, the orbits of which are now under investi- 
gation at this observatory. Measurements have already been 
made on some of these plates, and others will be measured 
in time to utilize the results in the final correction of the 

elements of the asteroids. ,_, . „ 

„ . „ Burt L. Newkirk. 

Berkeley Astronomical Department. 

Tables for the Reduction of Photographic Plates Made 
with Lenses of Wide Angle. 
In connection with the work of the measurement and reduc- 
tion of the photographic plates made with two portrait-lenses 
at the Students' Observatory, it has seemed advisable to con- 
struct certain numerical tables to simplify the reduction. Three 
tables, with the help of which the transformation from 
standard rectangular coordinates to a — a and 8 — 8 and the 
converse transformation are to be effected, are at present in 
course of construction. The tables are to be of such an extent 
as to be applicable to all stars on a plate covering io° of Decli- 
nation and 20 of Right Ascension, and will give results 
accurate to about o".oi for stars within 1° of the center, and 
to about o".i for stars farther from the center. These tables 
can of course be used in reducing measures made on a plate 
taken with any photographic telescope. 



